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spherical projection 32 disposed on the inner sur= 
face of section 
In assembling slidable sections 26 and 26, sec= 
tion 26 is disposed af an angle to the blade 
so that an end of rib 27 and flange 30 extends 
through a widened portion of slot 
and blade la are thon moved longitudinally with 
respect to one another until rib 27 is disposed 
in slot 25 as shown in the drawing with section 
26 on one sideof blade 14 and flange 30 on the 
other side. Section 26 is next slid longitudinally 
over the other side of blade 
of section 26 receives the rib 27. When sections 
26 and 26 are fully aligned the projection 32 en= 
tors into the recess 
together. Rib 27 and flange 30 are of such 
dimensions that flange 30 exerts a continuous 
pressure on section 26 tending t0 draw section 
2§ toward section 26. Sections 26 and 26 are free 
to move together longitudinally with respect to 
blade 14 since rib 27 slides freely in slot 28. The 
longitudinal movement of sections 26 and 26 with 
respect to the blade is limited in one direction 
by rib 27-which wilt contact the end of slot 
and is limited in the other direction by legs 
and 20 which contact ends 39 and 40 of sections 
2§ and 26 to stop further longitudinal movement 
of sections 26 and 26 toward legs 19 and 20. 
Sections 26 and 26 are provided with register= 
ing apertures 33 and 34, respectively, through 
which may extend a Chain ring 
may be provided adjacent aperture 33 with.a 
projection 36. Section 26 is provided with a 
recess 38 which extends fo the end of section 
and registers with projection 36 when sections 
2§ and 26 are in their operative positions. Recess 
38 permits a flnger nail fo be inserted between 
sections 26 and 26 .to engage projection 36 for 
moving section 2 longitudinally with respect to 
section 26 when it is desired to separate sections 
2§ and 26 to replace blade [4 or to turn blade 
14 so that the positions of edges 23 and 24 of 
blade 14 are reversed. It will be apparent that 
the chin ring 36 must be removed before longi= 
tudinal motion of section 26 with respect to sec- 
tion 26 can take place. 
The ends 39. and 40 of sections 26 and 26, re- 
spectively abut the sides 4 [ and 42 of legs 19 and 
20, respectively, when movable sections 
are in closed position, whfle the adjoining inner 
edges of sections 10 and [[ abut the inner ad= 
joining edges of sections 26 and 26, respectively, 
so that the outer surfaces of sections 
and 26 form a smooth flush surface. When in 
closed position, the projections 21 and 22 in ends 
[9 and 20, respectively, engage in recesses, hot 
shown, in the adjoining edges of sections 26 and 
26, respectively, so that sections 26 and 26 tend 
fo remain in closed position until a positive effort 
is marie to move sections 26 and 26 longitudinally 
with respect to bladé 14, the sections bending 
slightly to allow projections 2[ and 22 to move 
out of the depressions in sections 26 and 26. 
If wfll be noted that sections 26 and 26 are of 
such width as fo extend a substantial distance 
beyond edge 24 of blade 14. In order that sec= 
tions 26 and 26 are provided with narrow regis= 
tering slots 43 and 44, respectively, which extend 
inwardly at an angle from the outer edges of 
sections 25 and-26 fo expose a portion of edge 14 
even when sections 26 and 26 are in closed posi- 
tion. The angularity of the registering slots 43 
and 44 facilitates cutting of thread, gut leaders 
of flshing line and the like, which objects are 
forclbly thrust against the blade edge with a 
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slicing action. The slots 43 and 44 being narrow 
the exposed portion of edge cannot be reached 
accidentally by the operator's fmgers even when 
the blade holder is carried in a pocket into which 
5 the operator's hand may be carelessly thrust. 
Among the advantages of the described and 
illustrated raaor blade holder are its simplictty 
of construction, ease of assembly and disassem- 
bly, positive closure, and ready availability of the 
10 cutting edge of the blade for cutting, scraping 
or other adaptations. 
While I have described and illustrated a pre- 
ferred embodiment of my invention if will be ap- 
parent that various changes and modifications 
15 can be ruade without departing from the spirit 
of my invention and I, therefore, aim in the ap- 
pended claims fo cover ail such changes and 
modifications as fall within the true spirit and 
scope of my invention. 
20 What is c]aimed is ! 
1. In a holder for a razor blade, a blade having 
two cutting edges and provided with end recesses 
and a central longitudinal slot, a flrst pair of sec- 
tions disposed on opposite sides of said blade, a 
25 pair of securing means connecting said flrst pair 
of sections and being disposed on opposite ends 
of said blade, each of said securing means ex- 
tending through one of said end recesses to flx 
said blade immovabty with respect to said two 
30 sections, said two sections covering one of said 
two edges of said blade; a second pair of sections 
disposed on opposite sides of said blade; and a 
flanged rib formed on one of said second pair of 
sections and extending through said longitudinal 
35 slot of said blade and engaging in a slot in the 
other of said second pair of sections and connect- 
ing said second pair of sections together, said 
rib being longitudinally movable in the slot of 
said blade, said second pair of sections extend- 
40 ing beyond the other of said two edges and being 
movable with said rib ]ongitudinally in relation 
to said flrst pair of sections, to uncover a per- 
tion of the other of said two edges. 
2. The device of claim 1 and means opora- 
45 tively associated with said two pairs of sections 
for resisting longitudinal displacement of said 
second pair of sections in relation to sald flrst 
pair of sections when said.second pair of sections 
is in closed position. 
50 3. In a blade holder, a blade having two cut- 
ring edges and a longitudinal slot extending 
therebetween, a first pair of sections disposed on 
opposite sides of said blade and rigidly secured 
to said blade, said sections covering one of said 
55 two cutting edges of said blade, each of said sec- 
tions having an end extension extending toward 
the central longitudinal axis of said blade; a sec- 
ond pair of sections disposed on opposite sides 
of said blade, a longitudinal rib on one of said 
60 second pair of sections extending through the 
longitudinal slot of said blade and into a slot in 
the other of said second pair of sections, a flange 
on said rib for releasably connecting said second 
pair of sections together, said second pair of sec- 
65 tions being slidably movable along said .blade to- 
ward and away from said extensions of said flrst 
pair of sections» said second pair of sections 
covering and extending beyond the other of said 
two cutting edges, said second pair of sections 
70 uncovering a portion of said other of said two 
cutting edges when said second pair of sections 
is moved longitudinally away from said exten- 
sions. 
4. The device of claire 3, and means opera- 
75 tively associated with said two pairs of section 



for resisting .displacement of said second pair of 
sections from closed position. 
5. In a blade holder, a blade having two cut- 
ring edges and a longitudinal slot extending 
therebetween, a first pa.ir of sect2ons disposed on 
opposite sides of said blade and rigidly secured 
to said blade, sad sections covering one of said 
two cutting edges of said blade; a third section 
cooperating with one section of said first pair of 
sections to cover one side of said blade; a longi- 
tudinally slotted fourth section cooperating with 
the other of said first pair of sections to cover 
the other side of said blade, said third and fourth 
sections being .correspondingly recessed ai one 
end to receive portions of said first pair of sec- 
tions; a rib rigidly formed on said third section 
and extending through the longitudinal slot of 
said blade and into the longitudinal slot of said 
fourth section, an outwardly extending fiange on 
said ril fo hold said third a.nd fom'th sections 
against lateral displacement, said third and 
fourth sections being movable longitudinally with 
respect to said blade, and means for resisting lon- 
gitudinal movement of said third and fourth sec- 
tions. 
6. In a blade holder, a blade having wo cut- 

ring edges and a longitudinal slot extending 
therebetween, a pair of members adapted tobe 
rigidly secured to said blade to cover one of said 
two cutting edges, said members having exten- 
5 sions parallel to the sides of said blade and ex- 
tending toward the central longitudinal axis of 
said blade, a third member provided with 
adapted to pass through said longitudinal slot 
and terminating in 
l0 lel to said blade; and 
slot in which said rib engages, said third and 
fotu'th members being adapted tobe slidably dis- 
posed on opposite sides of said blade fo cover the 
other of said two cutting edges. 
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